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Message Text 


UNCLASSIFIED POSS DUPE 
PAGE 01 PARIS 22486 231822Z 
67 

ACTION SCI-06 

INFO OCT-01 EUR-25 ISO-OO AEC-11 CIAE-00 DODE-OO INR-11 

NSAE-00 PA-04 RSC-01 USIA-15 PRS-01 SP-03 DRC-01 /079 W 

115295 

R 231741Z SEP 74 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 2581 
INFO USMISSION EC BRUSSELS 

UNCLAS PARIS 22486 

E.O. 11652: N/A 
TAGS: TECH 

SUBJECT: CLOSEDOWN OF U.S. REACTORS 

1. OFFICIALS AT ELECTRICITE DE FRANCE (EDF) AND COMMI- 
SARIAT A L'ENERGIE ATOMIQUE (CEA) HAVE ASKED SCIATT FOR 
FURTHER INFO ON PRESS REPORTS THAT THE AEC HAS ORDERED 

21 NUCLEAR POWER REACTORS OF BOILING WATER DESIGN CLOSED 
DOWN TO DETERMINE WHETHER CRACKS ARE DEVELOPING IN COO- 
LING SYSTEM PIPES. WE WOULD APPRECIATE TEXT OF AEC AN- 
NOUNCEMENT AND OTHER RELEVANT INFO. 

2. COMMENT: EDFHAS ORDERED CONSTRUCTION OF 2 BOILING 
WATER REACTORS (GE LICENSE) AS PART OF GENERAL NU- 
CLEAR STRATEGY OF TECHNOLOGICAL DIVERSIFICATION. 

HENCE FRENCH CONCERN IS UNDERSTANDABLE. 

IRWIN 


UNCLASSIFIED 


NNN 
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